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PROJECT " 42 " REQUIREMENT 
Residual Inventory 
Fairchild Camera & Instrument Corp. 

PO # 3777 - 2 , PECO SFO 71785 
3 ” Geo con 


Raw Glass 


PECO P/N 

Description (Type of Glass) 

Quantity 

548-1001 

iAK-17 

7 

1002 

BASF -10 

? 

1003 

LF -19 

15 

1004 

BAF-8 

6 

1004 

BAF-8 Partially Fabricated (NG) 

1 

1005 

EK -448 

4 

1005 

LF-19 

i 4 

1006 

LAK-17 

2 

1007 

LAK -17 

4 

1007 

LAK -17 Partially Fabricated 

1 

1008 

EK -448 

5 

1008 

LF -19 

14 

1009 

SF -5 

7 

1010 

EK -448 

6 

1010 

LF -19 

17 

1010 

IF-19 Partially Fabricated 

2 

1011 

SSK-8 

7 

1012 

LAK-17 

7 

Tools 8j Fixtures 
PECO P/N 

T-548-1013-1 

Description 

Drill Jig 

Quantity 

1 

1013 

Arbor 

1 

1016 

Arbor 

2 


Approved For Release 2002/06/11 : CIA-RDP66B00728R000400020042-8 


Approved For Release £0^2/06/1 1 


Tools it Fixtures 

\con % . ) 

PECO STS ' 

Description 

T- 548 - 1 QJ 7-1 

Form Tool 

1018 

Arbor 

1019 

Arbor 

1020-2 

Form Tool 

1021-1 

Form Tool 

1022-1 

Form Tool 

1023 

Arbor 

1024-1 

Form Tool 

1028 

Arbor 

1013 

Lathe Fixture 

1016 

Lathe Fixture 

1017 

Lathe Fixture 

1018 

Latte Fixture 

1019 

Latte Fixture 

1020 

Lathe Fixture 

1021 

Lathe Fixture 

1022 

Latte Fixture 

1023 

Lathe Fixture 

1024 

Latte Fixture 

1025 

lathe Fixture 

1026 

Latte Fixture 

1027 

Lathe Fixture 


Finished Barts - Glass it Metal 
PECO p/B 

548-0011 

0012 


: ClA-RDR66B00728R00040(MJ2p042-8 

i. i 

' -4 

Page 2 of 3 

quantity 

1 

1 

1 

2 

1 

1 

1 

1 

1 

2 

2 

1 

1 

2 

1 

1 

1 

1 

1 

1 

1 

1 




2 

2 


Description 


Filter Assembly - Bed 


Filter Assembly - Yellow 
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Finished Parts 

- Glass & Metal 


PECO P/N 

Description 

Quantity 

548-1057 

Mount Filter Cell 

1 

1027 

Mount Filter Cell 

5 

1029 

Cover Front 

3 

1032 

Adapter - Cover 

3 

1033 

Cover - Rear 

4 

1034 

Barrel - Mehanite 

l 

Finished Parts 

& Castings 


PECO P/N 

Description 

Quantity 

548-1016 

Cell # 1 , 60 # Compl. 

1 

1013 

Barrel Mehanite Casting 

1 

1020 

Retainer - Filter 

20 

1027 

Mount Filter Cell 

3 

1034 

Barrel - Aluminum 

6 
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A. D&A Rack - Item 7 - Units 3 a n& 4 "Deliverable" 

DD-250 Partial #34 
Shipped 4/12/63 

Crates Marked: 7-5-A 1/9 to 9/9 1 7-5-B 1/9 to 9/9 

Weight and cubage not available but cubage could be 100 cu. ft. 


B. D&A Rack - Item 7 - Units 1 and 2 "In House" 

DD-250 Partial #28 Uhit 1 
DD-250 Partial #29 Unit 2 

Shipped 10/5/62 

Markings: Unit 1 - 7-5-A-2/9 Weight J2 lbs. Cube 5.6 ft. 

Unit 2 - 7-5 -A -2/9 Weight 6l lbs. Cube 6.6 ft. 

C. Residual Inventory Item No. 1659 
National Co. Atomichron Model NC-1001A 
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